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SAKA ) 


HARYANA GOVERNMENT 
PUBLIC WORKS (BUILDING AND ROADS) DEPARTMENT 

Notification 

The 25th July, 2016 
No. 13/07/2013 -4B & R (E ). — The Governor of Haryana is pleased to declare the result of departmental 
professional examination after re - evaluation of papers in view of the order dated 28th January , 2016 passed in CWP 
No. 901 of 2013 . Shri Devki Nandan Sharma, Sub Divisional Engineer ( Elect.) has been granted exemption in the 
papers shown against his name, as he has obtained 60 percent or more marks in the Departmental Professional 
Examination held from 21st June to 23rd June , 2010 . 


Sr. No. 


Roll No. 


Name of candidates 
S ./Shri 


Subjects/ Papers 
In which exemption granted 


( Electrical Engineer ) 


103 


Devki Nandan Sharma, Sub Divisional 
Engineer ( Elect.) 


(1) Electricity Act 
(ii) Accounts & Office Procedure 

including PWD Code 
Hence declared pass in all papers 


HARDEEP KUMAR , 
Additional Chief Secretary to Government Haryana , 
Public Works (Building and Roads) Department, 

Chandigarh . 
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Annexure - A 


Details of Marks obtained by the officer 


Name 


Name 


Sh . DevkiNandan Sharma 


Post 


Sub Divisional Engineer ( Electrical) 


Results: - Pass / Fail 


Pass 


Sr. No . 


Subject 


Roll 


Marks obtained before Marks obtained after Result 
re-evaluation 

re - evaluation 


No. 


Electricity Act 


103 


26 out of 50 


31 out of 50 


Pass 


103 


53 out of 100 


61 out of 100 


Pass 


Accounts & Office 
procedure including 
PWD Code 
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